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TOWN OFFICERS OF FALMOUTH, 1882, 


Town Olerk and Treasurer—Thomas Lewis. 

Selectmen and Assessors—Thomas Lewis, Silas Hatch, 
Joshua C. Robinson. 

Overseers of Poor—Prince G. Moore, Joshua C. Robinson, 
Joseph D. Winslow. 

School Committee—Prince G. Moore, Henry Jones, Joshua 
C. Robinson. 

Committee on Accounts—George EK. Clarke, Crocker H. 
Bearse, Meltiah Gifford. 

Committee on Inland Fisheries—Abishai Phinney, Vinal 
N. Edwards, Meltiah Gifford. 

Herring Committee—Abiatha Crocker, Thomas R. Nye, 
Zaccheus Braley. 

Constables—Peter Wainright, James Sheffield, Stephen G. 
Cahoon, James M. Lumbert, Joseph D. Winslow, Abishai 
Phinney. 

Highway Surveyors—Charles E. Davis, Lewis H. Law- 
rence, George H. Davis, Benjamin 5S. Bowerman, Zac- 
cheus Braley, Albert F. Crowell, Benjamin H. Hatch, 
Abishai Phinney, Joshua C. Robinson, Thomas R. Nye. 

Surveyors of Wood—William W. Chadwick, Herbert F. 
Nye, Silas F. Swift, Ezekiel EK. Swift, William T. Lewis, 
Sylvester Bourne, Roland C. Phinney, Reuben E. Bow- 
mar “Solomon L. Hamlin. 

Survey. of Lumber—Simon H. Cowen, James M. Lum- 
bert, Ezekiel E. Swift, B. B. King, Charles E. Davis, 
Timothy Hatch, Ilenry W. Jenkins. 

Fire Wards—Asa Shiverick, Shubal M. Norton, Lewis H. 
Lawrence, Charles E. Davis, Stephen G. Cahoon, George 
H. Davis, E. Frank Bemis, Reuben EK. Bowman, Joseph 
Wing, Shubal N. Hatch, Benjamin H. Hatch, William W. 
Chadwick, Crocker H. Bearse, Seth Collins, Barzillai C. 
Cahoon. 

Sealer of Weights and Measures—Henry F. Gifford. 

Public Weighers—Charles E. Davis, Jotham Howes, Ro- 
land R. Jones, Gilbert R. Boyce, Herbert F. Nye. 

Fence Viewers—Joseph Wing, Roland C. Phinney, Meltiah 
Gifford, Andrew M. Davis, Joseph D. Winslow, Joshua 
©. Robinson. 


Collector of Taxes—Asa P. Tobey. 


Ey is 


FINANCES OF FALMOUTH. 


The Committee chosen at the last annual meeting to audit 
the accounts of the several town officers, for the year ending 
December 31, 1882, have attended to that duty, and respect- 
fully present the following 


REPORT: 


At the annual meeting, Mar. 6, 1882, it was voted to raise : 


I i 


For sapport of common schools, $5000 00 $5000 00 
Appropriated by State law for com- 
mon Schools : 


ePspe ition of Mass. school fund, 189 26 

‘* dog fund, 165 22 

Total school appropriation, $5354 48 
For tuition of high-school scholars, 600 00 
Support of Poor, 2500 00 
Repairs of highways, 4000 00 


$12,100 00 
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SCHOOLS, 


WOODS HOLL. 
Paid William F. Hayward, teaching 11 weeks, win- 


ter term, 1881-2, $151 25 
Minnie T. Lewis, teaching 11 weeks, winter 
term, 1881-2, 99 OO 
William F. Hayward, teaching 12 weeks, 
spring term, 180 00 
Minnie T. Lewis, teaching 3 days, spring term, 6 00 
Emma F. Chinery, teaching 10 weeks, spring 
term, 100 00 
William F. Hayward, teaching 12 weeks, fall 
term, 180 00 
Emma F. Chinery, teaching 12 weeks, fall 
term, 120 00 
John Gannon, for care of school-house, 11 
weeks, winter term, at 75 cents, 8 25 
Willie Bilodeau, for care of school-house, 7 
weeks, spring term, at 75 cents, D220 
Frank S. Braley, for care of school-house, 5 
weeks, spring term, at 75 cents, Oto 
Richard Walch, for care of school-house, 7 
weeks, fall term, at $1.00, 7 00 
Francis P. Doyle, for care of school-house, 5 
weeks, fall term, at 75 cents, 315 
Walter O. Luscombe, for cleaning school- 
house, 6 50 
Charles E. Davis, for 3 tons coal at $7.00, 21 00 
oh for 3 tons coal at 6.75, 20. 25 
s ‘i housing coal, 1 40 
: M: 1-2 cord wood at $6.00, 3 00 
ss sf sawing and housing 1-2 cord, 2 10 
Henry M. Grew, sawing and housing 1-2 cord, 2 10 
$920 60 
QUISSETT. 
Paid Marcia P. Rogers, teaching 11 weeks, winter : 
term, 1881-2, $88 00 


Marcia P. Rogers, teaching 12 weeks, spring 
term, 96 00 
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Paid Marcia P. Rogers, teaching 12 weeks, fall term, $96 00 
Samuel H. Chadwick, for care of school-house, 


11 weeks, winter term, 4 00 
Lillian F. Briggs, for care of school-house, 12 
weeks, spring term, at 33 1-3 cents, 4 00 


Lillian F. Briggs, for care of school-house, 12 


weeks, fall term, at 33 1-3 cents, 4 00 
George W. Fish, for 1 1-2 cords wood at $5.50, 8 25 
Fanny Curtis, for cleaning house, (1881), 2 00 
Sarah Kelley, for cleaning house, (1882), 4 00 
Samuel H. Chadwick, for sawing and housing 

wood, < 50 
Samuel H. Chadwick, for cleaning and polish- 

ing stove, 05 
Willie T. Briggs, for housing wood, 15 

$314 65 
VILLAGE. 
Paid Emma A. Baker, teaching 12 weeks, winter 

term, 1881-2, $120 00 
Sarah B. Lewis, teaching 12 weeks, winter 

term, 1881-2 108 00 
Emma A. Baker, teaching 12 weeks, spring 

term, 120 00 
Matilda O. Gamans, teaching 12 weeks spring 

term, 108 00 


Emma A. Baker, teaching 12 weeks, fallterm, 120 00 
Matilda O. Ganians, teaching 12 weeks, fall 


term, 108 00 
William B. Bosworth, for care of school-house, 

12 weeks, winter term, at $1.00, 12 00 
William B. Bosworth, for care of school-house, 

12 weeks, spring term, at 75 cents, 9 00 
John Phinney, for care of school-house, 4 

weeks, fall term, at $1.00, 4 00 
Edward R. McLane, for care of school-house, 

5 weeks, fall term, at $1.00, 5 00 
Lewis E. McLane, for care of school-house, 3 

weeks, fall term, at $1.00, 3200 
Sarah Kelley, for cleaning school- house, 10 00 
William B: Bosworth, cleaning stove, 1 50 
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Paid George E. Clarke, for 7 tons coal at $6.50, 
Mu for 1-2 ton coal at $6. 75, 
2 Ms carting and housing coal, 
Solomon L. Hamlin, for t cord wood at $5.00, 
Ms 1-2 cord wood at $4.50, 
William B. Bosworth, for sawing and housing 
wood, 
John Phinney, for sawing and housing wood, 


$45 50 
3 38 
5 50 
5 00 
2 25 


2 50 
1 00 


WEST FALMOUTH. 


Paid Henrietta T. Hamblin, teaching 13 weeks, win- 
ter term, 1881-2, 
Linna M. Baker, assistant, 13 weeks, at $4.00, 
Henrietta T. Hamblin, teaching 12 weeks, 
spring term, 
Linna M. Baker, assistant, 9 1-2 weeks, spring 
term, 
Henrietta T. Hamblin, teaching 10 weeks, fall 
term, 
Linna M. Baker, assistant, 10 weeks, fall term, 
Frank Lumbert, for care of school-house, win- 
ter term, 13 weeks, 
Winnie L. Bowman, for care of school-house, 
12 weeks, spring term, at 50 cents, 
Winnie L. Bowman, for care of school-house, 
10 weeks, fall term, at 50 cents, 
John M. West, for cleaning school-house, 
James EK. Gifford, for 3 ‘cords oak wood at 
$4.50, 
James E. Gifford, for 2 cords pine wood at $4, 
: sawing and housing wood, 
$4.05 
Less for old stove, 1.00 


William L. Edmonds, for 1-2 cord pine wood, 
at $4.00, 

Alonzo W. Tilton, for sawing and housing 
wood, (1881), 


$793 63 


3 05 
2 00 


4 05 


$528 28 
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NORTH FALMOUTH. 
Paid Nellie M. Jones, teaching 22 weeks, fall and 


winter term, 1881-2, $198 00 
Carrie B. Davis, teaching 14 weeks, spring 
term, 126 00 


Carrie B. Davis, teaching 10 weeks, fallterm, 90 00 
Wilson Wood, for care of school-house, 22 
weeks, fall and winter term, 1881-2, at 50 


cents, 11 00 

Hiram T. Hall, for care of school-house, 14 
weeks, spring term, 6 00 
N. C. Edwards, for cleaning school-house, 3 00 
Peter E. Childs, for 1 1-2 cords pine wood,. 6 10 
tS 1-2 cord oak wood at $4.50, B20 
. sawing and housing wood, 2 AS 
$444 80 

HATCHVILLE. 

Paid Matilda O. Gamans, teaching 20 weeks, fall 
and winter term, 1881-2, $180 00 

Hannah E. Came, teaching 13 weeks, spring 
term, 117 00 


Virtue E. Swift, teaching 10 weeks, fall term, 90 00 
Eugene P. Hatch, for care of school-house, 20 

weeks, fall and winter term, 1881-2, at 50 ¢. 10 00 
Willie L. Hatch, for care of nehoalthoum, 13 


weeks, spring term, at 33 1-3 cents, aoe 

Willie L. Hatch, for care of school-house, 10 
weeks, fall term, at 33 cents, oO a0) 
Jedida Cowett, for cleaning school-house, 2 50 
Silas Hatch, for 3 cords word at $3.75, Dis 
‘a “ for sawing and housing 3 cords, 3 00 
WwW m. W. Chadwick, x * 1-2 cord, 50 
. 1-2 cord wood, at $4.00, 2 00 
$423 88 

WAQUOIT. 


Paid William T. Carter, teaching 19 2-5 weeks, fall 
and winter term, 1881-2, $218 25 
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Paid Minnie J. Carter, assistant, 17 weeks, fall and 
winter, 1881-2, $102 00 
Addie F. Pettee, teaching 14 weeks, spring 
term, 168 00 
Mary S. Baker, assistant, 10 weeks, spring 
term, 35 00 


Willie A. Childs, for care of school-house, 20 
weeks, fall and winter term, 1881-2, at 50 


cents, 10 00 
_ Willie A. Childs, for care of school-house, 9 
weeks, spring term, at 50 cents, 4 50 


Theodore Swift, for care of school-house, 5 

weeks, spring term, at 50 cents, 2 50 
Crocker H. Bearse, for cleaning school-house, 2 50 
William Childs, for 1 cord wood, 4 00 
Crocker H. Bearse, for 3-4 cord weeds 3 03 
Abishai Phinney, fot 6 cords wood at $3.75, 22 50 
Timothy P. Chase, for sawing and housing 


wood, 2 25 
Willie A. Childs, for housing wood, 25 
$574 78 


EAST FALMOUTH. 
Paid E. E. Sanborn, teaching 20 weeks, fall and 


winter term, 1881-2, $200 00 
E. E. Sanborn, teaching 14 weeks, spring 

term, 140 00 
Manton L. Gamans, for care of school-house, 1 

year, 34 weeks, 1881-2, at 50 cents, 17 00 
Manton L. Gamans, for care of school-house, 

14 weeks, spring term, at 50 cents, 7 00 
Manton L. Gamans, for care school-house, 9 

weeks, fall term, at 50 cents, 4 50 
Sarah Kelley, for cleaning school-house, 4 00 
Henry W. Jenkins, for 4 1-2 cords wood at 

$4.00, 18 00 
Henry W. Jenkins, for sawing and housing 

4 1-2 cords. 4 50 
George P. Gamans, for cleaning stove, 1 25 


$396 25 
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DAVISVILLE. 

Paid Lydia Studley, teaching 20 weeks, fall and 
winter term, 1881-2, $180 00 

Lydia Studley, teaching 14 weeks, spring 
term, 126 00 

Otis M. Baker, for care of school-house, 1 
year, 34 weeks, at 25 cents, 8 50 
Israel B. Davis, for cleaning school-house, 3 00 
Hy “ for 2 1-4 cords wood at $4.25, SJE 546) 
aS “ for sawing and housing wood, aii 0) 
$330 56 

TEATICKET. 

Paid Minnie J. Barney, teaching 11 weeks, winter 
term, 1881-2, $99 00 

Grace J. Dunham, teaching 12 weeks, spring 
term, 120 00 

Grace J. Dunham, teaching 12 weeks, fall 
term, 120 00 

Herbert H. Lawrence, for care of school-house, 
winter and spring term, 6 00 

Herbert H. Lawrence, for 3 cords wood, at 
$4.50, 13 50 

Herbert H. Lawrence, for sawing and housing 
3 cords, 4 50 
$363 00 

RECAPITULATION. 

Expended for schools at Woods Holl, $920 60 
s % ih Quissett, 314 65 
c ss i Village, 793 63 
4 ES Hs West Falmouth, 528 28 
4 se . North Falmouth, 444 80 
i s * Hatchville, 423 88 
4 * : Waquoit, 574 78 
i _ ik East Falmouth, 396 25 
S oy s Davisville, 330 56 
% Teaticket, 363 00 

$5,090 43 


i ero 
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Amount brought forward, $5,090 43 
x Less than appropriation, 264 05 


$5,854 48 
HIGH SCHOOL. 


Paid S$. A. Holton, principal of Lawrence Acad- 
emy, for tuition (winter term, 1881-2) of 
25 high-school scholars, (12 weeks), $150 00 
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1 high-scholar, for 10 weeks, 00 
1 3 66 #7 ee 3 50 
it it sé Se aah 3 00 
Paid S. A. Holton, principal of Lawrence Acad- 
emy, for tuition (spring term, 12 weeks) of 
23 high-school scholars, 138 00 
2 high-school scholars for 10 weeks each, 10 00 
Paid S. A. Holton, principal of Lawrence Acad- 
emy, for tuition (fall term, 11 weeks) of 33 
high-school scholars, 181 50 
2 high-school scholars, for 9 weeks each, 9 00 
$500 00 
Less than appropriation, 100 00 
$600 00 
SCHOOL-HOUSE REPAIRS AND FIXTURES. 
WOODS HOLL. 
Paid Waiter O. Luscombe, for 163 hours, 
grading lot, $28 64 
Braddock L. Gifford, for painting, 2 10 
E. E. Swift, for labor and materials, ate 
$34 32 
QUISSETT. 
Paid Geo. W. Fish, for matches 15, soap 10, $0 25 
cs ce soapine 13, stove brush 
30, 43 
< wc for stove polish 10, i 


broom 35, 45 
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Paid Geo. W. Fish, for scrub brush 30, 2 
hitching posts $2.50, 82 80 


6c 6 for rings and screws, 38 
es Jy express on bell rope, 10 
Solomon L. Hamlin, for bell rope, 94 
$5 35 
VILLAGE. 
Paid Charles H. Gifford, for 12 hours’ la- 
bor at 25 cents, , $3 00 
Charles S. Hewins, for 2 grates, ote 
Charles H. Gifford, for stock, 2 00 
Weston G. Robinson, for stock and 
labor, 2 50 
John H. Lumbert, for painting and 
glazing, 6 35 
5. L. Hamlin, for dipper 20, brush 50, 
broom 35, 1205 
S. L. Hamlin, for 4 1-2 dozen screws, 36 
J. C. Robinson, for 1 clock, 5 00 
23 10 
WEST FALMOUTH. 
Paid Zaccheus Braley, for labor on settees, $4 00 
oF * freight and express, 70 
$6 “c labor, stock and ma- 
terials, 4 63 
David F. Gifford, for stock and labor, 1. 75 
Joseph F, Fish, for labor, stove pipe 
and zine, 7 41 
Division 626, for 4 boxes crayons, 80 
a 1 brush, 1 00 
20° 29 


NORTH FALMOUTH. 
Paid Simon H. Cowen, for 11 days’ labor 


at $2.25 $24 75 
Simon H. Cowen, for lumber, nails, 

&e., 20 55 
Simon H. Cowen, for mason work, 1 50 
Arthur G. Nye, for glazing, 40 
William S. Cahoon, for labor on bell, 1 50 
Peter E. Childs, ot es 1 25 


a 


i 
Paid Peter E. Childs, labor on stovepipe, $0 25 


66 ‘¢ for broom 25, pail 16, 41 
HATCHVILLE. 

Paid William W. Chadwick, for repairs, $1 25 
John H. Lumbert, for paint, j 54 
Silas Hatch, for duplicate keys, 50 
Joseph F. Fish, for tin cups, 20 
S. L. Hamlin, for 2 brooms, 70 

WAQUOIT. 


Paid Timothy Hatch, for stock and labor, $5 74 
N. E. School Furnishing Co., for two 


settees at $6, 12 00 
C. H. Bearse, for 2 wood boxes, 80 
6 6c ‘© tin cup 15, lock 50, 65 

66 6c *¢ Jabor 20, fitting 
keys 25, 45 
C. H. Bearse, for broom and cup, 40 
S. L. Hamlin, for two feather dusters, 2 00 
J.C. Robinson, for clock, 5 00 


EAST FALMOUTH. 
Paid Henry W. Jenkins, for repairs, 


DAVISVILLE. 


Paid Edward E. Baker, for mason work, 3 00 
B. B. King, for bill of hardware, ibe yfa 
Israel B. Davis, for 2 brooms, to 

Gi, J stove pipe, 1 50 


S. L. Hamlin, for 2 pails 25, 2 mugs 24, 49 


TEATICKET. 
Paid J. H. Lumbert, for painting black- 
boards, $1 63 
Herbert H. Lawrence, for labor, 2 00 
3 “ 8 1-2 lbs. stove 


pipe at .25, 2 12 


50 61 


3°19 


27 04 


7 45 


is 
Paid H. H. Lawrence, broom 35, dipper 20, $0 55 
S. L. Hamlin, 1 feather duster, (ep 
“6 ‘¢ wardrobe hooks, 30 
et ROD 
$178 86 + 
WAQUOIT SCHOOL-HOUSE, 
[ADDITION OF PRIMARY SCHOOL ROOM. | 
Paid Green & Wood, for lumber, $281 68 
B. B. King, for lumber, bricks, hardware, Sl 2% 
George C. Clark, for 100 feet stone at 20c, 20 00 
66 “6 carting 6 loads stone, 25 00 
ay ut 3 1-2 day's labor at $3, 10 50 
6 6c 3 day’s labor at $2.25, 6 
re OL cement, 25 
M. C. Warren & Co., for paper and zinc, Coe 
Sullings and Kingman, for nails, 10 66 
Henry W. Jenkins, for 35 days, 9 1-2 hours’ 
labor at $2.75, 98 86 
Henry W. Jenkins, for doors, blinds, 
hardware, freight, &c., dea 
Wilson R. Jenkins, for 37 days, 7 hours’ labor 
at $2.25, 84 04 
Wilson R. Jenkins, for nails, 12 


Kleazer H. Fish, 33 7-10 days’ labor at $2.50, 84 25 
Benj. F. Crocker, for 13 1-5 days’ labor 


at $3, $39 60 
Less 2 bundles laths, 54 
39 06 
Wm. L. Hamlin, for 3 days’ labor at $2, 6 00 
Lewis Bourne, for 1-2 days’ labor at $1.50, 75 
William T. Lewis, for painting, 36 85 
Joseph F. Fish, for 2 tin safes, 3 25 
6 6 2 drums, 20 00 
Uk By 7 38-4 lbs. galvanized stove 
pipe at .25, 1 93 
ies a F. Fish, for 28 3-4 lbs. zine at .12, 3 45 
Ee 49 1-2 Russia stove pipe 


at .30, 14 85 
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Paid feeeph F. pea for 1 stove, $12 00 
labor, hooks and damper, 5 20 
5. S. Paine & Bro., for lime, 8 43 
Roland C. Phinney, for carting sand, 2°50 


Sylvanus A. Green, for 1 1-2 days’ labor at $2, 3 00 


A. G. Whitcomb, for 4 school desks, 18 00 
N. E. School Furnishing Co., for teacher’s desk, 13 00 
oF es 66 black boards, 26 40 
“c 66 “e hand bell, 3 00 
Wm. H. Hewins, for curtains and fixtures, ou 
J. C. Robinson, for register and express, 1 61 
a ec lock, duplicate keys, &e., 3 10 
Henry W. Lumbert, for freight, 7 00 
O. C. Railroad Co., for freight, 54 
$947 25 

Amount appropriated, $500 00 


SCHOOL SUPPLIES, 


Paid N. E. School Furnishing Co., for black slating, $3 25 
“6 6 3 yards slated 
eloth at $1.80, 5 40 
Henry Jones for school books, (for teacher’s 
desks, ) 5 40 
Van Antwerp, Bragg & Co., for school books, 29 70 
J. W. C. Gilman & Co., for writing books, 10 25 


J. L. Hammett, for school supplies, 19 45 

J. C. Robinson, 1 physiology, East Falmouth 
school, 90 
QO. C. Railroad Co., for freight, 66 
$75 O1 


PRINTING, 


Paid F. B. Goss, for printing 600 Town Reports 
of 42 pages each at $1.20 per page, - $50 40 
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Paid F. H. Burgess, printing 500 School Reports 


of 11 pages each at $2.72 8-11 per page, $30 00 
F. H. Burgess, for advertising road notices, 2 00 
6 6c 25 collector’s notices, TSO 
EK. L. Pratt, for 25 assessors’ notices, 125 
Deland & Barta, for printing tax bills, 17 50 
$102 69 
WELLS, 
WOODS HOLL WELLS. 
Paid Ezekiel E. Swift, for labor, 1878-82, $3 68 
Lewis C. Swift, for labor and care of 

well, 1878-82, 2 00 

$5 68 
QUISSETT WELL. 

Paid Geo. W. Fish, for leathering box, $0 25 

oh ts repairing lower box, 25 

Si Ob repairing spear, ete., 50 

6 oS repairing pump, ILO: 
2 10 

VILLAGE WELLS. 

Paid Abiathar Crocker, for care of wells, $3 00 

i ne 1 pump leather, 1 00 
4 00 


WEST FALMOUTH WELL. 
Paid F. M. Bowman, for pump leather, $0 40 


6c 6“ blacksmith work, 50 

“c 66 leathering box and 
grading 8 hours, 1 20 
F. M. Bowman, for tin cup, 20 
us cs care of well, 150 


3 80 
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LABOR ON WELL NEAR B. 8. BOWERMAN’S. 
Paid Daniel R. Wicks, for 10 feet of stone 


at 12 1-2, $1 25 
Daniel R. Wicks, for labor, 6 00 
OG et cement, 75 
Alpheus H. Baxter, for labor, 2 92 
Francis A. Gifford, = 1 58 


NORTH FALMOUTH WELL. 
Paid W.S.Cahoon, for drawing boxes 3 times, $1 00 


SC Ke packing, 25 
66 és 5 loads loam, 25 
ne carting and grading, 1 75 
Be “6 tin dipper, 25 
Be es care of well, 2 00 


HATCHVILLE WELL. 
Paid Joseph F. Fish, for pump box, 


TEATICKET WELL. 
Paid Hiram N. Lawrence, for labor on pump, 


12 50 


5 50 


1 87 


4 80 


$40 25 


RAILINGS, 


RAILING NEAR WAQUOIT CO.’S SHOP. 


Paid B. B. King, for lumber and posts, 


RAILING NEAR JOHN TOBEY’S. 


Paid B. B. King, for lumber and posts, $22 10 
John A. Tobey, for 41 hours’ labor 

at .25, 10 25 
John A. Tobey, for carting lumber, 

3 loads, Smo 


$24 69 
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Paid J. C. Robinson, for carting lumber, $0 75 
Eleazer H. Fish, for 42 1-2 hours’ labor 


at .25, 10 62 
47 47 
RAILING AT WOODS HOLL. 
Paid J. K. & B. Sears, for lumber and nails, 2 20 
$74 36 


BRIDGES. 
REPAIRS ON MOONAKIS’ FACTORY BRIDGE. 


Paid Green & Wood, for lumber, $7 98 
Abishai Phinney, for labor, 2 105 
Timothy Hatch, for labor, 2 50 
Lewis Baker, for 1 barrel coal tar, $4 65 
Less coal tar sold, 2 60 

2 05 
$14 58 


BANK WALLS. 
EAST WALL ON TOWN HALL LOT. 
Paid Solomon L. Fish, for 10 days’ labor at $3, $30 00 


Andrew M. Davis, for 9 1-4 days’ labor at $3, BS 
Alden B. Landers, for 9 17-20 days’ labor at 


$2.75, 27 10 
Alden B. Landers, for sharpening ok, 2 75 
James H. Jones, “6 75 

John M. Lawrence, for 6 days’ rene at $2, 12 00 
Thomas L. Davis, i aes a x 2 00 

Arza F. Weeks, for sharpening points, 50 

George H. Davis, for carting penal 13°50 

a: G.: Cahoon, ee 4 50 

Daniel Davis, for stone, 3 00 

Lorenzo Eldred, = 2 00 

* $125 85 
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WEST WALL ON TOWN HALL LOT. 


Paid Seth A. Gifford, for 7 days’ labor at $3, $21 00 
John Edmonds, 22 “6 6 66 00 
Andrew M. Davis, 33-10 « of 9 90 
Theodore Burdick, for 20 days’ labor 

at $2, 40. 00 
Joseph Bowman, for 2 days’ labor at $2, 4 00 
Benj. 5. Bowerm: an, for carting stone 


6 days, 24 00 
Daniel Bowerman, for carting stone 
6 days, 24 00 
$188 90 
$314 75 


TOWN SHEDS AND LOCK-UP, 


Paid Cahoon & Haskell, 1113 3-4 feet wall at 13c, $144 79 
“6 es extra on wall under lock- 
up, 20 00 
Cahoon & Haskell, for moving lock-up, 
(contract) , $125 00 
Less for roof of lock-up, 6 00 
119 00 


S. G. Cahoon, for land, enlarging lot, and 
earth for filling, 50 00 
5. G. Cahoon, for 488 hours grading a 20e, Shei (Be 


Geo. H. Davis, 40 ee 8 00 
Cornelius B. Fish, 17 st a 3 40 
Joseph B. Crocker, 10 s¢ ae 2 00 
D. Nightingale, 44 KE ee 8 80 
J. Pells, 19 6 OG 3 80 
F. H. Dimmick, 10 “6 6c 2 00 
Edward Haskell, 23 6s “ 4 60 
Lewis Grant, 30 6 “é 6 00 
Geo. P. Gamans, 36 ‘6 6é 7 20 
S. A. Gamans, 18 66 66 3 60 
Anthony Small, 40 «6 “ 8 00 
S. A. Green, 428 “ 66 25 60 
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Paid Mark Gorhey, 24 hours grading at 20c, $4 80 


John Gooch, 49 1-9 ** “6 8 50 
Abram Thompson, 44 1-2 + e 8 90 
5S. T. Jenkins, 58 “e “6 11 60 
John A. Tobey, 55 3 ee 11 00 
John Phinney, 53 mM ae 10 60 
John Phinney, 20 hours’ cleaning bricks, 4 00 
Daniel R. Wicks, for 19 stone stubs at $1, 19 00 
Daniel R. Wicks, for 1 1-4 days’ labor at $3, 3 75 
Lawrence Latter, 1 1-4 ee ‘6 reer) 
Francis A. Gifford, for 1 1-4 days’ labor, at 
$2.25, 2 81 
Alpheus H. Baxter, for 1 1-4 days’ labor, at 
$1.75, 219 * 
B. B. King, for bill of lumber, — . 1,084 58 
Florence Densmore, for 7 days’ labor on sheds 
at $2.00, 14 00 
Geo. A. Studley, for 9 days’ labor on sheds at 
$2.00, 18 00 
John F. Bowman, for 19 days’ labor on sheds 
at $2.50, 47 50 
Charles E. Bowman, for 19 days’ labor on 
sheds at $2.00, 388 00 
Phillip H. Haskell, for 6 days’ labor on sheds 
at $2.00, 12 00 
Stephen E. Bowman, for 9 days’ labor on 
sheds at $2.75, 24 75 
James Gifford, for 9 9-10 days’ labor on sheds 
at $2.25, 22027 
Clarence M. Gifford, for 9 17-20 days’ labor 
on sheds at $2.50, 24 62 
Reuben E. Bowman, for 9 days’ labor on sheds 
at $2.50, 22 50 
Frank D. Lawrence, for 35 2-5 days’ labor on 
sheds at $2.50, 83 50 
Charles II. Gifford, for 39 1-2 days’ labor on 
sheds at $2.50, 98 75 
David L. Sanford, for 41 days’ labor on sheds 
at $2.50, 102 50 
Alvin Crowell, for 16 days’ labor on sheds at 
$3.00, 48 00 


Henry C. Lewis, for carting sand, 1 00 
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Pain Solomon L. Fish, for 2 1-2 days’ labor at 


$3.00, $7 50 
John M. Lawrence, for 2 1-2 days’ labor at 
$2.00, 5 00 
Dodge, Gilbert & Co., for gas pipe, 15 13 
€ ub 3G for hoop iron, 19 62 
John W. Davis, for painting, 75 25 
Arza F. Weeks, for iron work, 39 00 
Abiatha Crocker, for labor, 1 day, 2 00 
Solomon L. Hamlin, for nails, 13 31 
Bemis & Lumbert, for moving outbuildings, 13 50 
O. C. R. R., for freight, 86 
$2,388 43 
Less by sale of lumber, 11 02 
$2,377 41 


POND FISHERIES. 


EXPENDED BY COMMITTEE ON INLAND FISHERIES. 


Paid Abishai Phinney, for services as committee, $19 80 
se se expenses to Boston and 


Winchester, procuring fish, 13 37 

Abishai Phinney, for express, 2 75 

6 6s Asa P. Tobey, (services), 2 00 

¢ v6 1 tub, 90 

ae te sign-posts and setting, 1 70 

Vinal N. Edwards, for services as committee, 10 00 

Meltiah Gifford, 6 ‘ce 8 00 
6é é¢ for sign-boards, express and 

postage, 1 01 

Meltiah Gifford, for printing notices, 1 95 


$61 48 
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VILLAGE GREEN. 


BY ORDER OF COMMITTEE. 


Paid Chelmsford Foundry Co., for iron fence, $819 00 
Daniel R. Wicks, for 91 stone stubs at 75c., 68 25 
Daniel R. Wicks, for 4 days’ labor at $3.00, 12 00 


Lawrence Latter, 2 NL “ce 6 12 00 
. Daniel R. Wicks, for stone, - 1 00 
I. W. Bisbee, for labor, (contract), 13 80 
I. W. Bisbee, for 40 hours’ labor at 20c., 8 00 
Abiatha Crocker, for 54 hours’ labor at 20c., 10 80 
Meltiah Gifford, for surveying, 11 60 
Robinson C. Bodfish, for 10 1-2 days’ labor at 
$2.00, 21 00 
Robinson C. Bodfish, for expenses to Sharon, 1 80 
Nathan McLane, for labor, 1 50 
Francis H. Dimmick, for labor, 50 
EK. E. C. Swift, for labor, 1 00 
Geo. E. Clarke, for services as Committee, 5 00 
Silas Jones, 66 66 5 00 
$992 35 
Amount appropriated, $750 00 
STATE AID, 

Paid Mary M. Robinson, $48 00 
Pamelia Fish, 48 00 
Ethel Blake, 48 00 
Evaline Fish, 48 00 
John M. West, 54 00 
James H. Leshure, Indigent’ soldier, 94 00 


$340 00 
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FOREST FIRES, 


PAID CROCKER H. BEARSE, FIRE WARD, FOR, 
Abishai Phinney, 9 hours’ labor at .20, $1. 80 


Horace Jones, 9 66 6 1 80 
B. E. Bourne, 4 66 sé 80 
Albert Jones, 10 6 66 2 00 
Zenas Jones, 5 ee “6 1 00 . 
Galon Landers, 10 66 ee 2 00 
E.N. Phinney, 5 = os 1 00 
A. O. Swift, 16 se ef 3 20 
Timothy Hatch, 3 é¢ J 60 
Chas. L. Bourne, 4 66 66 80 
A. R. Baker, 9 66 “6 1 80 
William Childs, 4 6s “6 80 
T. P. S. Phinney, 4 se ee 80 
William Dennis, 5 6 6 1 00 
Vinal N. Hatch, 3 “6 6 60 
Hiram Hamblin, 6 66 66 1 20 
Wm. Hamblin, 5 66 se 1 00 
Edward Little, i “e 6s 1 00 
W. C. Studley, 8 ‘6 66 1 60 
R. P. Childs, 2 “6 “e 40 
Stephen Hamblin, 6 cs Se 1 20 
John Tobey, 14 + + 2 80 
Alex. Crocker, 5 Bu se 1 00 
Dick Little, 5 ée ee 1 00 
Nath’] Swift, 5 Ob 6s 1 00 
Wm. Swift, 5 ‘6 “6 1 00 
Wilson Swift, 5 66 66 1 00 
Lewis Baker, 3 6s 66 60 
Edward Fish, iy 6e 66 2 40 
Gilbert Fish, oO “6 ‘6 1 00 
Thos. Phinney, 3 66 6 60 
J.H. Robinson, 3 ‘6 66 60 
Wm. Chadwick, 3 66 ‘ 60 
Wm. H. Crocker, 3 ‘6 “6 60 
E. B. Phinney, 4 6 “ 80 
James C. Holms, 6 6s ‘ 20 
Chas. F. Childs, 5 ¢é se 1 00 
E. S. Fuller, 15 6 “6 3 00 
Jacob Cowett, 11 “6 “6 2 20 


23 


Grafton Pocknet, 3 hours’ labor at 20c., $0 60 


Jos. A. Childs, 1 ee &e 20 
W.B. Hamblin, 3 66 ““ 60 
Jonathan Hamblin, 4 “s “6 80 
Crocker H. Bearse, services, 2 00 


$53 00 


PAID BARZILLAI C. CAHOON, FIRE WARD, FOR 


E. B. Fisher, 2 hours’ labor at 20c., $0 40 


C. M. Robinson, 2 “ &< 40 
David 1e4 Nye, 2 66 ““ 40 
Paul Sherman, 2 “ &s 40 
Thomas R. Nye, 2 66 ‘ 40 
Josiah Tobey, 2 6 és 40 
Ansel Davis, U, “< “ 40 
Timothy L. Davis, 2 “ 6 40 
Elmar E. Nye, 2 ‘6 “ 40 
Frank T. Crocker, 2 “s “< 40 
Henry H. Baker, 4 “ és 80 
George Howland, 4 “ “ 80 
Allen Crocker, 3 “ cs 60 
Richard Carney, 2 “<6 &< 40 
Charles Jones, 2 “ “ 40 
P. Richardson, 11 “ ‘ 2 20 
Wm. C. Gifford, 2 Sf 66 40 
S. Kelley. 2 “< &< 40 
John H. Crocker, 2 , “s és 40 
Isaac F. Baker, 29 ee ‘< 5 80 
Ewlood Baker, 23 1-2 6 6 4 70 
Berin Baker, 14 1-2 “e ‘ 2 90 
Sylvester Bourne, 21 “< “ 4 20 
Wm. H. Crocker, 4 “6 “ 80 
Joseph Jenkins. 17 1-2 “6 “6 3 50 
Nathaniel Hatch, 7 “ és 1 40 
John H. Robinson, 8 és 6 1 60 
Levi F. Gifford, 4 oe ‘ 80 
Charles E. Fish, 15 “< &< 3 00 
L. T. Robbins, 23 6 “< 4 60 
Wm. W. Eldridge,19 1-2 “4 “ 3 90 
EK. & J. Fairley, 6 oe ‘ 1 20 
Samuel Gamans, 52 6 “< 10 40 
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Geo. P. Gamans, 2 hours’ labor at 20c., $0 40 
Anthony Small, 56 ! ¥ 11 20 
Barzillai C. Cahoon, 40 hours labor at 30c., 12 00 


PAID GEORGE H. DAVIS, FIRE WARD, FOR 
David F. Gifford, 36 hours’ labor at 20c., $7 20 


T. D. Gifford, 111 1-2 66 66 22 30 
Rufus Gifford, 15 “6 ot 3 00 
John H. Lumbert, 11 66 6 2°20 
M. A. Lumbert, 16 6é 10c., 1 60 
S. H. Lawrence, 3 66 20¢., 60 
E. L. Studley, 5 $6 “ 1 00 
Reuben T. Handy, 5 SC cs 1 00 
Frank 8. Stevens, 4 6c ‘“ 80 
N. P. Baker, 4 1-2 66 ‘“ 90 
A.C.Howland, Jr. 13 “6 6 2 60 
Peleg Lawrence, 83 “ 66 16 60 
J. M. Lawrence, 15 a «s 3 00 
Edward Lawrence, 4 66 “ 80 
EK. Lawrence, 6 Oe “6 1 20 
H. N. Lawrence, 70 sé 66 14 00 
L. M. Lawrence, 12 1-2 6 ee 2 50 
Solomon L. Fish, 4 “ 66 80 
James H. Jones, 2 66 CO 40 
Joseph F. Fish, 8 ze oe 1 60 
Mayhew Baker, 3 uC at 60 
J. F. Donaldson, 10 66 6 2 00 
F.H. Dimmick, 5 Ot es 1 00 
David Smith, 15 ut fs 3 00 
C. M. Dimmick, 4 “6 “6 80 
F. S. Shiverick, 5 “e 66 I 00 
Andrew W. Davis, 5 66 ee 1 00 
George H. Davis, services, 13 00 


PAID LEWIS H. LAWRENCE, FIRE WARD, FOR 


Henry H. Gifford, 5 hours’ labor at 20c., $1 00 
D. H. Bowman, 10 ae cr 2 00 
Jos. B. Crocker, 10 66 “6 2 00 


$82 80 


106 50 
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Chas. T. Gifford, 10 hours’ _ at 20c., $2 00 


Chas. W. Fish, 5 “6 1 00 
A. H. Davis, 4 66 12:1-2¢:,. ~50 
F. T. Lawrence, 14 66 ne a 
Henry C. Lewis, 3 me 20c., 60 
John Edmonds, 3 6 66 60 
Theodore Burdick, 3 ‘ rs 60 
Lewis H. Lawrence, services, 10 20 
$22° 25 
PAID STEPHEN G. CAHOON, FIRE WARD, FOR 
John Phinney, 8 hours’ labor at 20c., $0 60 
Sol. L. Hamlin, 3 6 66 60 
Frank T. Moore, 3 66 “ 60 
John L. Gifford, 5 6 66 1 00 
William Sherman, 3 6 66 60 
S. G. Cahoon, services, 14 00 
———_ 17 40 
PAID E. FRANK BEMIS, FIRE WARD, FOR 
F. H. Gifford, 11 hours’ labor at 20c., $2 20 
Wm. A. Grew, 63 6 “6 12 60 
A. J. Hamlin, 28 6 6 5 60 
C. T. Bowman, 55 6 6 11 00 
F. M. Bowman, 98 6 6 19 60 
Wm. T. Ford, 69 6 “6 13 80 
Shubal Baker, 70 6 6 14 00 
Bethuel L. Fish, 58 1-2 $6 “6 11 70 
J.D. Bowman, 65 6 be 13 00 
Alonzo W. Tilton, 60 66 6 12 00 
F. W. Adams, 54 6 6 10 80 
Jas. M. Lumbert, 4 6 “ 80 
E. Frank Bemis, services, 37 20 
——— 164 30 
PAID JOSEPH WING, FIRE WARD, FOR 
Wm. L. Edmonds, 5 hours’ labor at 20c. » $1 00 
Joseph Wing, services, 2 50 
—_—— 3 50 


4 
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PAID SHUBAL N. HATCH, FIRE WARD, FOR 
Charles J. Nye, 13 hours’ labor at 20c., $2 60 


Benj. Hatch, 13 we es 2 60 
Shubal N. Hatch, 13 6 30¢., 3 90 
$9 10 
PAID BENJAMIN H. HATCH, FIRE WARD, FOR 
H. N. Peck, 3 hours’ labor at 15c., 45 
F. W. Hatch, 11 6“ 20c., 2 20 
James J. Hatch, 26 6 6 5 20 
H. N. Hatch, o ‘“ “ 60 
S. P. Hatch, 3 66 “6 60 
James T. Hatch, 3 é< 66 60 
E. F. Robinson, 26 os 6 5 20 
E. S. Wilber, 9 66 66 1 80 
E. F. Geggatt, 8 - - 1 60 
G. H. Turner, 8 6c 66 1 60 
H. W. Turner, 16 “ce 6“ 3 20 
Benjamin H. Hatch, services, 3 14 
PA A) 
PAID WILLIAM W. CHADWICK, FIRE WARD, FOR 
Edmond C. Hatch, 3 hours’ labor at aie. : $0 60 
James J. Hatch, 5 6 1 00 
Eben. A. Hatch, 5 6 6 1 00 
S. P. Hatch, 5 66 6c 1 00 
Herb’t C. Hatch, 13 66 6 2 60 
James T. Hatch, 5 6 “6 1 00 
Wallace Hatch, 11 66 6s 2 20 
Herbert N. Peck, 5 6s 15¢.. 75 
Gilbert Fuller, 15 6 20¢., 3 00 
Eddie Fuller, 5 66 66 1 00 
Henry Fuller, 10 3 cs 2 00 
W. N. Chadwick, 5 “ 6c 1 00 
William W. Chadwick, services, 6 45 
23 60 


FIRE AT WOODS HOLL—WEBSTER HOUSE. 
PAID SHUBAL M. NORTON, FIRE WARD, FOR 


B. L. Gifford, 3 hours’ labor at 20c., $0 60 
Peter Wainwright, 3 6 6 60 
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Henry Phinney, 3 hours’ labor at 20c., $0 60 
3 6c 


P. Stewart, sc 60 
Tim. P. Sanford, 3 “6 6 60 
Thomas Phinney, 38 wi - 60 
N. Phinney, 3 “6 cs 60 
C. G. Bearse, 13 6 66 2 60 
C. Healy, 3 6s 6 60 
S. Duff, 3 6 6 60 
J. Doyle, 3 ce ut 60 
N. P. Lovell, 3 ts OL 60 
SDs AD \ibaes 3 6 sé 60 
C. Morgan, 3 ve 66 60 
W. O. Luscombe, 3 6 6 60 
D. D. Bassett, 3 6 “ 60 
Thos. H. Carlow, 3 6 “ 60 
S. M. Norton, 10 6 “6 2 00 

14 20 

$522 84 


FILLING VALLEY, 


AT SLOUGH HILL, UNDER DIRECTION OF SELECTMEN. 


Paid Thos. R. Nye, for 102 1-2 hours’ labor at 20c., $20 50 
Thos. R. Nye, for carting drain pipe, 1 00 
W. Small, for 41 1-2 hours’ labor at 20c., 8 30 
Gilbert Fish, 36 “6 6 7 20 
E. B. Fish, 36 bas te 7 20 
Elma E. Nye, 25 + Of 5 00 
H. T. Small, 25 1-2 6 “ 5 10 
T.J. Phinney, 14 te ec 2 80 
Zenas Doty, 18 es RG 3 60 
C. EH. Wish, 20 . os 4 00 

$64 70 


Amount appropriated, $50 00 
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QUISSETT HARBOR ROAD, 


UNDER DIRECTION OF SELECTMEN. 
Paid Wm. N. Davis, for 538 hours’ labor at ee , $107 60 


S. H. Chadwick, 80 6 16 00 
H. H. Fish, 80 “6 “6 16 00 
Chas. H. Eldred, 70 66 66 14 00 
Lorenzo Eldred, 40 66 ““ 8 00 
A. P. Briggs, 159 1-2 tf 25¢., 39 88 
Levi L. Fish, 172 66 25¢., 43 00 
Levi L. Fish, 60 “6 20c., 12 00 
Willie T. Briggs, 80 * 15ce., 12 00— 
Frank Washburn, 50 66 6 7 50 

: $275 98 

Amount appropriated, $250 00 


LABOR ON WOODS HOLL ROAD. 


WORK PERFORMED NEAR THE HOUSE OF J. S. FAY. 
Paid W. N. Davis, for 324 1-2 hours’ labor at 17 1-2c., hi 84. 


H. H. Fish, 57 ss ne 9 97 

Jos. C. Fish, 114 e es 19 95 

Aaron C. Fish, 54 66 6é 9 45 

Wm. C. Davis, 14 “ 6c 2 45 

Levi L. Fish, 144 a a 25 20 

C. H. Eldred, 47 8 22 

A. T. Chadwick, 32 66 66 5 60 

$137 68 

Bill of drain pipe in (1881) account, 24 52 

$162 20 

Less donation from Joseph S. Fay, 162 20 
NEW ROADS. 


CROSS STREET, FALMOUTH VILLAGE. 
Paid Geo. H. Davis, for labor (by contract, ) $114 00 
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EXTENSION OF CHURCH STREET. 


PaidC. McDermott, for labor, (contract) $620 50 
Dan’! R. Wicks, for 33 boundary stones 


at 35c., 11 55 
C. McDermott, for setting boundary 
stone, 1 40 
C. McDermott, for carting boundary 
stones, 3 00 
John M. Glidden, for land dam- 
age, $225 00 
Lucy H. Davis, for land damage, 25 00 
250 00 
886 
BANK WALL ADJOINING CEMETERY. 
Paid Geo. C. Clark, for labor 20 1-2 days 
at $3, $61 50 
Geo. C. Clark, for labor 19 1-2 days 
at $2.25 43 87 
Geo. C. Clark, carting 6 loads stone, 6 00 
M. C. Johnson, for 135 feet of stone 
at 12c., 16 20 
127 
$1,014 
Amount appropriated, $1,000 00 
QUISSETT AVENUE. 
Paid eons McDermott, labor, (contract), $500 
i for building driveway, 
contract, 264 
Charles McDermott, for extra filling atbridge, 16 
“6 ‘¢ labor on driveway, extra, 4) 
be *¢ one-half days‘ labor, 1 
Philip H. Haskell, for labor, (contract), 300 
66 ‘¢ for building culverts, 115 
S. G. Cahoon, for labor, (contract), 549 


J.K. &B. Sears, for lumber for bridge, 27 


45 


57 
02 


00 


15 
20 
00 
00 
00 
00 
00 
20 
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“Paid Ezekiel E. Swift, for labor on bridge, 


Benj. J. Edwards, for noe CRIED es $20 


Wm. N. Davis, 

Francis Davis, 6 
Joseph 8. Fay, St 
Henry L. Fish, * 
Chas. E. Hatch, 66 
Stephen W. Cary, ae 
Jos. C. Fish, 66 
Vinal N. Edwards, sé 
B. C. Cahoon, “< 


Less than appropriation, 


66 


66 


100 
Ou 
600 
85 
35 
(6) 
100 
50 
8 


$3 85 

00 

00 

00 

00 

00 

00 

00 

00 

00 

8 00 
ot 1 00 
$3,229 40 
770 60 
$4,000 00 


REPAIRS OF HIGHWAYS, 


LABOR PERFORMED UNDER THE DIRECTION 


E. DAVIS, SURVEYOR. 


Paid Daniel McEvoy, 
P. J. Kenny, 
Edward Goffin, 
Pat Mitchel, 
Daniel Duff, 
Ezekiel E. Swift, 
Thomas Phinney, 
Joseph C. Fish, 
John Muleahy, 
Henry M. Grew, 
William N. Davis, 
Henry H. Fish, 
Samuel H. Chadwick, 
Thomas Fish, 


“ ‘s 220 loads clay at 5c., 


Walter O. Luscombe, 
Pacific Guano Co., 
John M. Blagden, 


OF CHARLES 


00 
40 
00 
80 
10 
70 
40 
00 
80 
60 
80 
00 
20 
00 
00 
80 
00 
80 
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Paid Myron C. Johnson, for 41 feet of stone at 12c., $4 92 


William T. Briggs, 9 00 
Charles E. Davis, 175 20 
$760 52 

Amount assigned, $700 00 


LABOR PERFORMED UNDER THE DIRECTION OF LEWIS H. 
LAWRENCE, SURVEYOR. 


Paid George A. Brown, $6 00 
Ichabod W. Bisbee, 26 10 
Henry Baker, 18 00 
David H. Bowman, 18 60 
Abiatha Crocker, 6 90 
Joseph Dimmick, 28 00 
Charles M. Dimmick, : 19 90 
Francis H. Dimmick, . 13 80 
John W. Davis, 25 
Moses R. Fish, 8 30 
George W. Fish, 13 90 
Charles W. Fish, 3 00 
Fred Griffiths, 8 30 
Abner C. Howland, 25 
Joseph G. Hewins, 1 90 
Henry C. Lewis, 23 80 

, Simeon H. Lathrop, 28 25 
Irving Oakley, 5 90 
John Phinney, 22 60 
Herbert F. Robinson, 24 65 
Thomas H. Lawrence, 13 80 
Thomas H. Lawrence, for plow, 50 
Lewis H. Lawrence, 136 40 
George C. Clark, for stone and labor, 4 00 
Lewis H. Lawrence, 2 grubbing hoes, 2250 
Lewis H. Lawrence, plow point, 35 

$435 85 
Amount assigned, $475 O00 


LABOR PERFORMED UNDER THE DIRECTION OF GEORGE H. 
DAVIS, SURVEYOR. 

Paid Peleg Lawrence, $44 00 

Francis H. Dimmick, 28°20 
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Paid William B. Pease, $11 00 
Walter S. Pease, ; 6 00 
Joseph F. Fish, 18 00 
William E. Lawrence, 34 80 
Solomon H. Lawrence, 2 00 
Herbert H. Lawrence, 6 00 
Lewis Grant, . 13 00 
George W. Fish, 6 00 
Cornelius B. Fish, 6 00 
Reuben T. Handy, 2 40 
George H. Davis, 177 20 
$354 60 

Amount assigned, $375 00 


LABOR PERFORMED UNDER THE DIRECTION OF BENJAMIN 
S. BOWERMAN, SURVEYOR. 


Paid William T. Ford, $15 60 
Shubal Baker, 13 55 
Alonzo W. Tilton, 14 00 
Andrew J. Hamblin, 14 40 
Francis A. Gifford, 7 40 
Arnold Gifford, 14 25 
Meltiah Gifford, 14 25 
Ozias Handy, 8 00 
John Q. Adams, 2 00 
Prince G. Moore, 21 00 
Seth Allen, 6 80 
Thomas W. Graves, 7 00 
Caroline Handy, . 4 00 
Alpheus H. Baxter, 10 60 
Josiah A. Thompson, 14 80 
Daniel Bowerman, 35 50 
Thomas B. Landers, 14 50 
Heman 8. Wicks, 2 00 
John O. Wicks, 12 00 
Estate O. C. Swift, for loam, 3° 50 
Prince G. Bowerman, 19 25 
Benjamin 8. Bowerman, 23 80 

$278 20 

Amount assigned, $275 00 
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LABOR PERFORMED UNDER THE DIRECTION OF ZACCHEUS 


BRALEY, SURVEYOR. 

Paid Ezra F. Gegget, 

Edward, Baxter, 

William L. Edmonds, 

James Gifford, 

Frederick W. Adams, 

Charles T. Bowman, 

Joseph Gifford, 

Marshal Childs, 

Seth A. Gifford, 

Thomas B. Landers, 

Francis M. Bowman, 

Silas F. Swift, 

John M. West, 

Bethuel L. Fish, 

John W. Avery, 

John W. Avery, for loam, 

Samuel Eldred, <« « 

Warren Crowell, ‘* « 

Estate John C. Hamblin, for loam, 

Justus Davis, for loam, 

Zaccheus Braley, 


Amount assigned, 


$8 00 
13 60 
17 00 
4 00 
24 50 


60 10 


$210 80 
$225 00 


LABOR PERFORMED UNDER THE DIRECTION OF ALBERT 


F. CROWELL, SURVEYOR. 


Paid William H. Bourne, 
Frederic F. Nye, 
Frederic F. Nye, for loam, 
Francis A. Nye, for loam, 
Francis A, Nye, 

Peter E. Childs, 
James M. Witherell, 
Ward Eldred, 
Benjamin Hatch, 
Alvin E. Nye, 
Charles J. Nye, 
Shubal N. Hatch, 

5 


$29 90 
17 40 
1 00 
9 50 
11 00 
19 50 
LOG 
29 20 
3 20 
9 20 
4 80 
7 60 
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Paid Alvin Nye, $14 40 
Joseph Wing, 15 20 
Joseph Wing, for loam, 60 
Warren Crowell, for loam, 60 
Estate Elihu Nye, for loam, . 4 00 
Albert F. Crowell, 68 40 
Albert F. Crowell, for loam, ay als 

$265 65 

Amount assigned, $300 00 


LABOR PERFORMED UNDER THE DIRECTION OF BENJAMIN 


HATCH, SURVEYOR. 


He 


Paid Henry E. Fuller, $3 60 
Joseph P. Fuller, 7 30 
Gilbert Fuller, 10 60 
Silas Hatch, 7 60 
Herbert C. Hatch, 2 00 
Jacob Cowett, 1 30 
Edwin F. Robinson, 13 80 
Francis W. Hatch, 24 80 
George H. Turner, 15 50 
Harry W. Turner, dD 90 
Ira W. Hatch, 2 OU 
Southward P. Hatch, 9 60 
William H. Gifford, 7 00 
James T. Hatch, 15 00 
Eben A. Hatch, 6 90 
Emmerson D. Hatch, 50 
Edmund C. Hatch, ‘ 14 00 
William W. Chadwick, 26 80 
Herbert N. Peck, 30 95 
Waliace Hatch, 42 20 
Freeman Hallet, 2 60 
James J. Hatch, 30 80 
Benjamin H. Hatch, 87 10 

$367 85 


Amount assigned, $375 O00 


LABOR PERFORMED UNDER 


38 


THE DIRECTION OF ABISHATI 


PHINNEY, SURVEYOR. 


Paid Ebenezer N. Phinney, 


Galon Landers, , 
Vinal N. Hatch, - 
Stephen Hamblin, 
Alonzo O. Swift, 
James C.’ Holmes, 
Asa P. Tobey, 

Albert Jones, 

Josiah C. Jones, 
Watson C. Studley, 
Timothy P. Chase, 
Robinson P. Childs, 
Alpheus R. Baker, 
Henry W. Lumbert, 
Edward B. Phinney, 
Roland C. Phinney, 
William Childs, 

Seth Collins, 

Weston J. Swift, 
Nathaniel Swift, 
Albert Shaw, for loam, 
Thomas Childs, 
William L. Hamblin, 
Charles F. Childs, 
Joseph A. Childs, 
William H. Gifford, 
Moonakis Factory Co., 
Moonokis Factory Co., 
Benjamin F. Crocker, 
Abishai Phinney, 
Charles L. Bourne, 


Amount assigned, 


LABOR PERFORMED UNDER 


ROBINSON, SURVEYOR. 
Paid Sylvester Bourne, 


54 loads loam at 3c., 


— 
OS 4 1D © = O9 CO DO G CO Or dO 
bo 


56 05 
3 20 
$335 50 
$350 00 


THE DIRECTION OF JOSHUA C. 


$34. 00 


| | 
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Paid Timothy C. Bourne, 
Jehiel Baker, 
Jabez D. Baker, 
Henry H. Baker, 
William 8. Baker, 
Allen Crocker, 
William H. Crocker, 
John H. Crocker, 
Charles A. Clark, 
Henry O. Davis, 
Elwood Davis, 
Frank Davis, 
Moses Davis, 
Ansel T. Davis, 
Thomas L. Davis, 
Eugene Davis, 
George P. Gamans, 
Samuel W. Gamans, 
Allen B. Green, 
Sylvanus A. Green, 
Nathaniel Hatch, 
Joseph Jenkins, 
Simeon T. Jenkins, 
B. C. Cahoon, 
William E. Lawrence, 
John H. Robinson, 
John Robinson, 
Charles M. Robinson, 
Anthony Small, 
John A. Tobey, 
John Tobey, 

6 ‘+ for sand, 
Isaac F. Baker, 
Eleazer H. Fish, for loam, 
Joshua C. Robinson, 


6 6 for loam, 


Amount assigned, 


$425 00 


Appropriated for loaming Menahaunt road, 100 00 


$525 00 
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LABOR PERFORMED UNDER THE DIRECTION OF THOMAS R. 
NYE, SURVEYOR. 


Paid Phineas Richardson, $17 20 
Zenas Doty, 29 00 
Charles E. Fisher, 2 oo 
Isaac F. Baker, 2 00 
Ansel T. Davis, 8 60 
Gilbert Fish, 5 80 
Samuel Turner, 4 00 
Washington Small, 6 70 
Henry Small, 6 70 
Thomas J. Phinney, 2 70 
Edward Fish, 6 00 
William W. Eldredge, 20 40 
James Fish, for loam, L20 
David B. Nye, 21 00 
Elmer E, Nye, 3 80 
Thomas R. Nye, 47 10 

$196 90 

Amount assigned, $200 00 

RECAPITULATION, 
HIGHWAYS. 

Paid Charles E. Davis, $760 
Lewis H. Lawrence, 435 
George H. Davis, 354 
Benjamin S. Bowerman, 278 
Zaccheus Braley, 210 
Albert F. Crowell, 265 | 
Benjamin H. Hatch, 367 
Abishai Phinney, 335 
Joshua C. Robinson, 518 
Thomas R. Nye, 196 

$3,724 

Less than appropriation, 375 


$4,100 


Se eT ee ee 
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CLEARING ROADS OF SNOW, 


PAID WILLIAM N. DAVIS, SURVEYOR, FOR 


Frank P.'Davis,  . $0 40 
William C. Davis, 60 
Charles: H. Eldred, 70 
George W. Fish, 1 00 
Aaron C. Fish, 1 00 
Joseph C. Fish, Jr., 50 
Myron C. Johnson, 90 
Samuel H. Chadwick, 1 00 
Alexander T. Chadwick, 1 00 
Abner P. Briggs, 1 20 
Thomas H. Carlow, 50 
John H. MecLeer, 60 
Benjamin R. Gifford, 60 
Braddock L. Gifford, 60 
Nymphas Phinney, 60 
Thomas Hinckley, 50 
Zephaniah Robinson, 40 
Lorenzo Eldred, 80 
* Pacific Guano Co., 80 
William N. Davis, OnG0 
$16 30 
4 
PAID WILLIAM H. HEWINS, SURVEYOR, FOR 
Herbert F. Robinson, 2 00 
George A. Studley, 80 
John F. Donaldson, 90 
Nehemiah A. Small, 1 20 | 
Mayhew Baker, 1 10 f 
John Phinney, 80 } 
Elisha Robinson, 80 ( 
William B. Bosworth, 80 | 
Obed Pierce, 140°. | 
L. R. Hewins, 1 50 ‘ 
Joseph G. Hewins, 1 50 
Harry King, 1 00 
Henry Baker, 1 80 


Charles W. Fish, 80 
Simeon Hamblin, 80 


39 
Henry H. Gifford, $0 80 


Daniel B. Hatch, 1 10 
Charles T. Gifford, 30 
Lewis Grant, 1 10 
Fred A. Grant, 1 60 


Nathan McLane, 80 


Simeon McLane, 1 00 
James A. Small, 1220 
Henry A. Small,’ 1 20 
Eliot Dimmick, 1 60 
Elijah H. Fish, 90 
John F. Bowman, 80 
Eugene Phinney, 60 
Joseph B. Crocker, 1 90 
Francis H. Dimmick, 2 90 
Edward L. Studley, 1 90 


Richard Taylor, 70 
kh. K. Hewins, 50 
William Hewins, 00 
$42 10 


LD cea 


PAID GEORGE H. DAVIS, SURVEYOR, FOR 


Peleg Lawrence, $2 60 
Solomon L. Fish, 1 50 
William B. Pease, ie) 
Walter S. Pease, 1°00 
Hiram N. Lawrence, 1 10 
Solomon H. Lawrence, 1 20 
William G. Lawrence, 3, 20 
Herbert H. Lawrence, 3 00 
Lyman M. Lawrence, 1 00 
Joseph F. Fish, 1 10 
l Frank F. Stevens, 1 00 
Augustus O. Crocker, 1 00 
Alden B. Landers, 70 
John P. Robinson, 80 
John H. Lumbert, 20 
Reuben T. Handy, 3 00 
George I. Davis, 3 75 
William E. Lawrence, 120 


$28 55 
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PAID BENJAMIN S. BOWERMAN, SURVEYOR, FOR 
Heman 8. Wicks, $1 80 
Asa T. Wicks, 1 80 
Francis A. Gifford, 1 80 
Daniel R. Wicks, 1 70 
Aseph 8S. Wicks, 1 70 
William T. Ford, 1 80 
Alpheus H. Baxter, 1 80 

1 
1 


Shubal Baker, 70 
Hiram Baker, 1 60 
Charles McDermott, 3 30 
Andrew J. Hamblin, 1 60 
Alonzo W. Tilton, 1 80 
Joseph O. Baxter, 1 60 
Frederic N. Landers, 1 80 
Thomas B. Landers, 1 80 
Thomas W. Graves, 1 80 
John Q. Adams, 1 20 
Ozias Handy, 2 50 \ 
Meltiah Gifford, 40 
Josiah A. Thompson, 2 40 
Benjamin 8. Bowerman, 3 20 
39 10 


PAID ZACCHEUS BRALEY, SURVEYOR, FOR 


Edward Baxter, $0 80 
Marshall Childs, 80 
William L. Edmunds, 1 00 
Charles T. Bowman, 1 00 
George H. Richards, 1 90 
Joseph H. Bowman, 3 00 


Mayhew C. Stewart, 80 


Frederick W. Adams, 3 40 \ 
Alvin Crowell, 1 20 
Stephen E. Bowman, 1 00 
Theodore F. Burdick, 1 00 
Charles H. Burdick, 1 00 
Reuben E. Bowman, 1 00 
Bethuel L. Fish, 110 
John M. West, 1520) 
William Grew, 2 00 


4] 
James M. Lumbert, $0 60 
Caleb E. Hamblin, 40 
Judah E. Bowman, 60 
John W. Avery, d 20 
Joseph O. Baxter, 60 
Moses H. Bowman. 60 
James Gifford, 2 00 
Joshua Burgess, 1 20 
Thomas J. Leighton, 50 
Francis M. Bowman, 2 00 
Zaccheus Braley, 2 50 
——_——_ $38 40 

PAID ALBERT F. CROWELL, SURVEYOR, FOR 
William H. Bourne, $4 80 
Joseph Wing, 2 40 
Simon H. Cowen, 2 20 
Alvin Nye, 4 00 
Charles J. Nye, 3 20 
Alvin E. Nye, 3 00 
Arthur G. Nye, 1 20 
Frederic F. Nye, 70 
Herbert F. Nye, 1 00 
Shubal N. Hatch, 2 00 
Benjamin ITatch, 3 10 
John Wood, 2 70 
Wilson Wood, 2 00 
Ward Eldred, 1 40 
Franklin Landers, 1 80 
Hiram E. Small, 1 40 
William S. Cahoon, 80 
Isaiah Queamer, 80 
Peter EK. Childs, 50 
Byron Childs, 1 50 
William Childs, 1 40 
Charles Childs, 1 20 
Albert F. Crowell, 7 20 

DLESO 

PAID BENJAMIN H. HATCH, SURVEYOR, FOR 
William W. Chadwick, $1 40 
Willard N. Chadwick, 2 10 


6 


Francis W. Hatch, 
Herbert C. Hatch, 
Silas Hatch, 
Edmond C. Hatch, 
Tra W. Hatch, 
Willie Hatch, 
James T. Hatch, 
Eben A. Hatch, 
Southward P. Hatch, 
Wallace Hatch, 
Heman N. Hatch, 
James J. Hatch, 
Emery S. Wilber, 
George Thrasher, 90 
Lewis Landers, 
Jacob Cowett, 
George Fuller, 
Gilbert Fuller, 
Prentiss Fuller, 
George H. Turner, 
Herbert N. Peck, 
Freeman Hallett, 
Edwin F. Robinson, 
William W. Eldridge, 
Willie Eldridge, 
Phineas Richardson, 
Charles E. Fish, 
Laban T. Robbins, 
Nehemiah Robbins, 
Zenas Doty, 

Henry Fuller, 

Ezra F. Geggatt, 
Benjamin H. Hatch, 


1 
2 
2 
6 40 
3 
4 
1 


—_ 


PRE eE ROwO RHE OOH A wo doe Oo 
i 
So 


— 


116 30 


PAID ABISHAI PHINNEY, SURVEYOR, FOR 
Henry G. Fisher, $4 50 
Edwin I. Baker, 1 35 
Harry T. Small, 70 
Washington Small, 70 
Edward Fish, 70 
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Bc 
i) 
“1 
o 


Gilbert Fish, ( 
Thomas J. Phinney, 70 
Seth Collins, 
William L. Hamblin, 
Stephen Hamblin, 
Warren B. Hamblin, 
Charles L. Bourne, 
Alpheus R. Baker, 
William Childs, 
} Charles F. Childs, 
Joseph A. Childs, 
Robinson P. Childs, 
Thomas Childs, 


ee 
=) 
SS 


| Roland C. Phinney, 
Willie E. Phinney, 80 
Ebenezer N. Phinney, 1 20 
Horace Jones, 5 20 
Levi Little, 80 
Timothy P. Chase, 1 00 
Barnabas E. Bourne, 40 
Vinal N. Hatch, 1 00 
George W. Swift, 2d., 70 
e Asa P. Tobey, 2 50 
Watson C. Studley, 2 45 
Nathaniel Swift, 15 


William Swift, Jr., 
Alonzo O. Swift, 
Henry W. Lumbert, 
James C. Holmes, 
Josiah C. Jones, 


oN es te cee eel ce oe ol 
bo 
=) 


John B. Fish, 20 

i Benjamin F. Crocker, 00 
; Enos E. Bowman, 20 

) Abishai Phinney, 05 


PAID JOSHUA C. ROBINSON, SURVEYOR, FOR 


Nathaniel Hatch, : 1 60 
William H. Crocker, 120) 
Benjamin F. Jenkins, 1 00 


John A. Tobey, 1 50 


Sylvester Bourne, 
Joseph Jenkins, 
Henry W. Jenkins, 
Wilson R. Jenkins, 
Frank Gifford, 
Edward J. Crowell, 
Anthony Small, 
George P. Camans, 
Samuel W. Camans, 
Allen 8B. Green, 
Henry L. Davis, 
George S. Howland. 
Sylvanus A. Green, 
Isaac F. Baker, 
Byron Baker, 
Edward E. Baker, 
Jabez D. Baker, 
Henry H. Baker, 
E. A. Baker, 
William S. Baker, 
Andrew Baker, 
Barzillai C. Cahoon, 
Fred A. Cahoon, 
Timothy L. Davis, 
Ansel T. Davis, 
Thomas L. Davis, 
Walter A. Davis, 
Charles F. Davis, 
Alfred Davis, 
Frank Davis, 

- Elwood S. Davis, 
Henry O. Davis, 
Frank T. Crocker, 
John H. Crocker, 
Elnathan B. Fisher, 
William T. Lewis, 
James C. Clark, 

N. B. Robbins, 


Charles M. Robinson, 70 
Eleazer H. Fish, 1 05 
William T. Lumbert, 105 


Hiram T. Lumbert, 90 


45 


Simeon T. Jenkins, $0 50 

William B. Chaddock, 90 

Joshua C. Rebinson, 2 20 
ea) 
$443 40 

ea ee 
REMITTED TAXES. 

Paid John G. Jones, 1878-79 4 00 
Charles C. Avery, 1879-80-81 6 00 
Charles E. Hamblin, 1879-80 4 00 
Oliver F. Rebinson, 1880 2 00 
George W. Smalley, 1879-80-81 6 00 
William Stetson, 1879 2 00 
Mary Ann Baker, 1880 2 78 
George Carlow, 1880-81 4 00 
| Howard Crocker, 1880 2 00 
James D. Hoxie, Jr., 1880-81] 4 00 
Thomas Hinckley, 1880 2 00 
George W. Holbrook, és 2 00 
Alexander Lawrence, 66 2 00 
| George Adams, 1881 2 00 
Benjamin Bessie, a 2 00 
Henry Bowles, oe 2 00 
Ezra Crowell, es 2 00 
Edward A. Dow, $e 2 00 
James Edes, “é 2 00 
George L. Fish, “6 2 00 
| Samuel Fairley, ce 2 81 
) John Healey, - 2 00 
Thomas E. Howes, ee 2 00 
William Keef, “< 2 00 
4 George Nolen, , i 2 00 
Henry C. Swift, te 2 00 
William Welch, <¢ 2 00 
Charles H. Walley, ee 2 00 
John Cody, # 2 00 
Pat Coleman, as 2 00 


Paid Pat Coyne, 1881 $2 00 
T. Cunningham, 6 2 00 
John Daley, 1st, ce 2 00 
Mark Donnelly, “e 2 00 
John Gagen, 3 2 00 
Dennis Holoran, 6e 2 00 
John Hirligh, es 2 00 
Henry Kelly, ts 2 00 
Hugh Kelly, AC 2 00 
Charles McIntre, “< 2 00 
William Murray, ae 2 00 
John Ryon, of 2 00 
Charles Smith, 66 2 00 
Mike Sullivan, se 2 00 
Tom Tobin, s 00 
Seth Crowell, (erroneously assessed), 1 88 


Richard Olney, (claimed by City of Boston), 183 93 


$293 40 


TOWN OFFICERS, 


Paid Thomas Lewis, for services as Select- 


man, $361 76 
Silas Hatch, for services as Select- 
man, 375 22 
Joshua C. Robinson, for services as 
Selectman, 455 60 | 
$1,192 58 
Thomas Lewis, for services as Asses- ( 
sor, 102 67 
Silas Hatch, for services as Asses- 
sor, : 121 35 
Joshua C. Robinson, for services as ‘i 
Assessor, WLS 7A 
335 77 
Thomas Lewis, for services as Town Clerk, 68 75 


“6 66 6c Treasurer, 100 00 
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Paid Shubal M. Norton, for services as 


Constable, $4 25 
Peter W. Wainwright, for services 
as Constable, 5 00 
Joseph D. Winslow, for services as 
Constable, Zao 
1d 75 
Prince G. Moore, Meltiah Gifford and Wil- 
liam Nye, for services as Committee on 
Accounts, (1882), 33 00 
Abiath Crocker, for services as Fish 
Committee, $45 80 
Thomas R. Nye, for services as Fish 
Committee, 32 60 
Zaccheus Braley, for services as Fish 
Committee, 3 00 
$81 40 
Prince G. Moore, for services as 
School Committee, (1881), $77 99 
Henry Jones, for services ‘as School 
Committee, (1881), 83 94 
Joshua C. Robinson, for services as | 
School Cormmittee, (1881), 80 88 
242 81 
School Committee, for taking Cen- 
sus, 1881, $9 00 
School Committee, for taking Cen- 
sus and distributing School Re- 
ports, 1882, 10 00 
19 00 
$2,085 06 


MISCELLANEOUS, 


Paid Edwin F. Robinson, for snow bill, (1881), $3 60 
Zaccheus Braley, Surveyor, on 1881 account, 4 60 
George H. Davis, Surveyor, on 1881 account, 8 80 
William N. Davis, Surveyor, on 1881 ac- 

count, 130 70 


48 
Paid Crocker H. Bearse, for care of school- 

house, $4 00 
Less for use of school-house for meet- 

ings, 3 00 

$1 00 
Israel B. Davis, for care of school-house, 3 00 
Peter EK. Childs, for care of school-house, 

(2 years), 5 00 
Seth Allen, for indemnity for loss of well, 75 00 
James E. Gifford, for moderator services, 10 00 
James Smalley, for 113 loads of gravel at 

10e., 11 30 
Henry F. Gifford, for -Sealer of 

Weights and Measures, $20 00 
Less for fees collected, 2 87 

his 
Mathew P. Davis, for care of Deacon’s Pond 

River, 9 25 
John Phinney, for sawing wood, (for office), 2 50 
Fiske & Coleman, for drain pipe, 62 61 
O. C. R. R. Co., for freight, D0) 
H. P. Harriman, for attorney services, 64 00 
N. E. School Furnishing Co., for dictionary 

for office, 10 25 
Crocker H. Bearse, for auctioneer services, 6 00 
Alexander M. Goodspeed, for services as 

Surveyor, 1 50 
John R. Lawrence, for stone, 6 00 
L. R. Hewins, for carting gravel, (1881), 6 15 

) Asa EK. Lovell, for abstract of conveyances, 15 00 
Silas Hatch, for stakes for road bounds, 2°13 

Pi | ae guide post, 1 00 
Daniel R. Wicks, for 51 shade trees 

and setting at 75c., (Town Hall), $38 25 
John A. Tobey, for labor on trees, 2 60 
Simeon T. Jenkins, “ ot 2 00 
Sylvanus A. Green, ee ce 2 00 
Mark Gorhey, st i 1 80 
Thomas H. Lawrence, ‘ 6 3 30 
Henry C. Lewis, for 3loads manure, 4 50 

; 54 45 


S. S. Paine & Bro., for drain pipe, 217 
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Paid Robert Grew, for labor laying out roads, 

William C. Davis, « “6 6s 

Henry Jones, for express, stationery and 
postage, 

Arza F. Weeks, for iron work, (sundry bills), 

George L. Havens, for land damage, 

J.C. Robinson, for wire screens for drains, 

B. B. King, for lumber, 

Abram French & Co., for street lanterns, 
extra burners, chimneys, &c., 

Willie Childs, for guide post, 

Abiatha Crocker, for Janitor services 


Town Hall, $93 37 
George E. Clarke, for coal, 30 30 


5. L. Hamlin, for oil and sundries, 20 61 
Thomas Lewis, for care of Town 
Hall, 12 00 


S. L. Hamlin, for wood for office, 

C. J. Hubbell & Co., for lightning rods, 
(Town Hall), 

Abiatha Crocker, for labor on Town Ceme- 
tery, 

Daniel R. Wicks, for 4 hitching posts, chains, 
rings and setting, 

Thomas Lewis, for express, stationery and 
postage, 

Thomas Lewis, expenses looking after cor- 
poration tax, 

Thomas Lewis, for making monthly state- 
ment and paying state aid, 

Thomas Lewis, for bounty paid on wood- 
chucks, 

Thomas Lewis, for ladder, (Town Hall), 

Herbert H. Lawrence, for collecting taxes, 
(1881), 

Asa P. Tobey, for discount on taxes, 


$1 00 
1 00 


3 95 


156 28 


100 00 


27 80 
16 10 
12 00 


107 33 
3 00 


270 52 
1,046 34 


$2,338 58 
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ASSESSORS’ VALUATION, 1882, 


Value of Real Estate, $1,194,320 00 
Personal Estate, 1,949,006 50 


$3,143,326 50 


Rate of taxation, $5.35 on $1,000 00 
Number of polls assessed, 672 
Number of dwelling houses taxed, 549 
Number of horses taxed, 340 
Number of cows taxed, 378 
Number of sheep taxed, 148 
Number of acres of land taxed, 23,662 
Number of dogs licensed, (males, 129; females 6), 135 
Amount paid County Treasurer on account of dogs 

licensed, $261 00 
Received from the County Treasurer for damage to 

sheep, $71 00 
Received from the County Treasurer for 

school fund, 165 22 


236 22 


POOR DEPARTMENT, 


ALMSHOUSE. 

Stock on hand Jan. 1, 1882, $508 94 
Paid J. V. Fletcher, for beef, $37 50 

J. F. Nickerson & Co., for flour, 76 09 

John C. Nye, for flour, 8 00 

John H. Robinson, for groceries, 39 45 

Solomon L. Hamlin, for groceries, 77 97 

Burgess & Hitch, for groceries, 119 62 

B. C. Cahoon, for fresh meat, 33 52 

George A. Studley, for herrings, 8 22 


Frederic C. Davis, for shell-fish, 7 
Hiram E. Baker, for cod-fish, 6 
Reuben T. Handy, for fresh fish, 5 60 
S. P. Richmond, for bread, 9 
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Paid Prince G. Moore, for supplies, $20 29 
William H. Hewins, for dry goods, 27 15 
Moonakis Factory Co., for soap,(1881) 2 40 
Watson Edwards, for repairing shoes, 6 75 
Francis A. Nye, for supplies, (1880) 1 56 


George H. Davis, for 2 pigs, 9 00 
ne a for calf, 50 
& es for barbed wire, (2, 


Timothy L. Davis, for 20 cords wood, 80 00 
J. T. Walker, for medical attendance, 39 80 


O. C. Railroad Co., for freight, 2S 
Mayhew Baker, for keeper’s services, 212 50 
Oh ‘¢ for use of horse, 25 00 
857 32 
; teen 


$1,366 26 
Received for articles sold from almshouse, and 


for labor of paupers; during the year ending 
Dec. 31, 1882: 


From sale of straw, 120 

6c ‘¢ barrels, 1 80 

«¢ B. C. Cahoon, for veal, 19 54 

** George H. Davis, on account of labor 

of Willard Phinney, 125 00 

$147 54 

Stock on hand Dec. 31, 1882, 528 95 
$676 49 
Actual expense at almshouse, $689 77 


EXPENSES OF TOWN POOR OUT OF ALMSHOUSE. 
Aid to Francis Davis, 2d, of Falmouth, $79 55 


John W. Davis, 2d, 6 25 00 
James Sherman, 6 29 19 
James D. Swift, “6 5 00 
Nathan Cahoon, 66 7 50 
Emma A. Coleman, “6 81 15 
Otis C. Fish, “6 45 62 


Charles M. Davis, és 130 00 
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Aid to Anna F. Bowman, of Falmouth, $48 00 


Sarah D. Tucker, 66 43 00 
Spencer Edwards, a 4 03 
Ansel R. Landers, “s 6 00 
Thomas R. Grew, 66 5 00 
William Sherman, of Wareham, 23 50 


Benj. S. Davis, of New Bedford, 86 50 
Tamar Baker, of New Bedford, 36 25 


Hannah Coakley, of Boston, 2 44 
Mary N. Gifford, of Boston, 60 00 
Albert H. Fish, of Melrose, 13 20 
Olive Fish, of Dartmouth, 16 00 
William Chadwick, of Nantucket, 26 00 
James R. Lashure, of Easton, 33 25 


Foster D. Studley, of Yarmouth, 41 59 
Michael Harrington, of Marlboro, 87 84 
Michael Harrington's children, 130 30 

—— 1,065 91 


HOSPITAL EXPENSES. 


PAID EXPENSES AT TAUNTON LUNATIC HOSPITAL 


For Lucia A. Chadwick, $204 52 
Emily F. Gegeatt, 175 47 
John H. Tobey, LOOM NG 
John H, Dunn, 176 62 
Sarah P. Hatch, 47 78 
PAID EXPENSES AT DANVAS LUNATIC HOSPITAL 
For Mary E. Tobey, ; 174 61 
968 17 
Paid for stationery and stamps, $3 00 
Overseers’ travelling expenses, 25 09 
Overseers’ salary, 90 00 
for funeral expenses, 29 00 
147 09 


Total cost to town for the expenses of the town 
poor, for the year ending Dec. 31, 1882, $2,870 94 
Paid for town of Dennis, $140 40 


53 
Paid for town of Freetown, $41 20 
6 ‘> Sandwich, 20 00 
6 ‘«¢ Yarmouth, 29 86 
‘« repairs on buildings, 21 83 
253 29 
Total cost of poor department, $3,124 23 
Number of paupers at Almshouse during the year, 12 
Number of paupers admitted to Almshouse during 
the year, 1 
Number of paupers discharged from Almshouse 
during the year, 1 
Number of paupers died at the Almshouse duri ing 
the year, 0 
Number of paupers now at Almshouse, 1] 
Average number supported, 10.36 


Average cost at Almshouse per week, including 

clothing and making no account of the provis- 

ion fad to tramps, 1 28-|— 
‘Tramps lodged and fed, 13 


Sir 


RECAPITULATION OF POOR DEPARTMENT. 
Dr. 


To supplies bought for almshouse for 
the year ending Dec. 31, 1882, $857 32 
Aid furnished to poor out of alms- 


house, 1,065 91 
Expenses at lunatic hospitals, 968 17 
Traveling expenses paid, 25 09 
Stationery and stamps, 3 00 
Overseer’s salary, 90 00 
Amount paid for town of Freetown, 41 20 

“e 66 “e Dennis, 140 40 

és ne Be Sandwich, 20 00 

ds ie es Yarmouth, 29 86 

i ‘* repairs on buildings, 21 83 

uk ‘funeral expenses, 29 00 


———— $3,291 78 


54 
Cr. 
By cashreceivedfromtownofFreetown, $41 20 
66 66 “é Yarmouth, 29 86 


J ue City of Fall River, 45 00 


mt City of Worcester, 35 50 

os es sales at almshouse, 22 54 

6 6 George H. Davis, 125 00 

we ee Town Treasurer, 2,992 68 
———_— $3,291 78 

TREASURER’S ACCOUNT, 
Dr 

To cash in treasury, January 1, 1882, $7,626 56 
To cash of Herbert H. Lawrence, (bal. 1881 taxes), 1,083 72 

es State Treasurer, corporation and bank 
tax, balance of 1881, 963 97 
ee State Treasurer, Mass. School Fund, 189 26 
Se es ve Corporation Tax, 6,310 21 
“6 OG oC Bank Tax, 2,935 5d 
ee (a “< State Aid, 246 00 
a ee gi Indigent Soldiers, 27 00 
ce County Treasurer, dog fund, 165 22 
ot George H. Davis, for lease Little Pond, 15 00 
6 E. E. C. Swift, for lease Long Pond, 15 00 

a Messrs. Perry, Blackwell and Lovell 
for pedler’s licenses, 24 00 
sé Crocker H. Bearse, auctioneer’s license, 2 00 
“6 George E. Clark, 6 6 2 00 
6 Shubal M. Norton, 6 “6 2 00 
6 Charles A. Clarke, 66 66 2 00 
‘¢ from sale of lumber, Li 27 
Fone He «« fence, (Village Green), 19 75 
‘* from Selectmen, (Fearing Legacy), 300 00 
‘© of Joseph S. Fay, donation, 162 20 
66 B. B. King, error in settlement, 2234 
oe Asa P. Tobey, tax collector, 17,859 62 
‘¢ from rent of Town Hall, 235 00 


$38,205 67 
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Or. 

Paid County Treasurer, county tax, $2,485 59 
State Treasurer, state tax, 2,740 00 
State Treasurer, bank tax, 127 50 
on account of common schools, 5,090 43 
for tuition of high school scholars, 500 00 
for school-house repairs and fixtures, 178 86 
for Waquoit school-house, 947 25 
for printing, 102 65 
for school books and school supplies, 75 Ol 
for wells, 40 25 
for railings on highways, 74 36 
tor bridges, 14 58 
for bank walls at Town Hall lot, ay es 
for Town Sheds and Lockup, 2,388 43 
for Inland Fisheries, 61 48 
for Village Green, 992 25 
for State Aid, 340 00 
for forest fires, 522 84 
for valley at Slough Hill, 64 70 
for Quissett Harbor Road, 275 98 
for Cross Street, Falmouth Village, 114 00 
for extension of Church Street, Woods Holl, 1,014 02 
for Qusset Avenue, 3,229 40 
for Woods Holl road worked under direction 

of Selectmen, 137 68 
for repairs of highways, Slee IY 
for clearing roads of snow, 443 40 
for remitted taxes, 293 40 
for town officers, 2,085 06 
for support of poor, 2,992 68 
for miscellaneous bills, 2,338 58 
for New Town Hal) on account, $852 20 952 20 
6 eS ee EO, 5,826 37 
és 6 ‘¢ 1881, 6,365 78 
Cost of New Town Hall, $13,044 35 
$34,561 45 
Balance, Cash in Treasury, ; 3,644 22 


$38,205 67 
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REPORT OF COMMITTEE, NEW TOWN HALL, 


The Committee appointed to attend to the building of the 
new Town Hall submit this as their final report: By the 
statement of their account giving all the items of disburs- 
ment, it will be seen that the total cost of the lot and build- 


ing, finished complete is $12,992 17 
Of this the lot cost, $750 00 
Grading cost, 435 00 
Furniture cost, 833 50 
Furnace cost, 275 00 
Chandeliers and lamps, 161 73 
Pipes and labor on above, 44 77 


(To which might be added extras on 
library, ete., 
ee 2,500 OO 


$10,492 17 
If the amount realized from the sale of old 
Town Hall and lot be deducted, 990 00 


$9,502 17 


This comes within the limit of $10,000, which the Commit- 
tee were authorized to expend, and they trust it will be satis- 
factory to the town. 


Respectfully submitted, 


JOSEPH S. Fay, 
Groree E. Crarke, $ Committee. 
JaMES M. Lumpert, 


Falmouth, Oct. 1, 1882. 


EXPENDITURES FOR THE NEW TOWN HALL, 


UNDER THE DIRECTION OF THE BUILDING COMMITTEE. 


Paid Charles T. Gifford, for land, $750 00 
Advertising for proposals, 64 37 
P. T. Nickerson, as per contract, 8,400 00 
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Paid P. T. Nickerson, for sundra extras, $139 93 
Seth A. Gifford, for extra work on cellar 
wall, deepening cellar, stone work and 


filling for tiles in front of hall, 103 60 
Seth A. Gifford, for labor laying tiles and 

stone steps, 130 55 
B. B. King, for lumber for back steps and 

out-buildings, 99 03 
B. B. King, for bricks for vaults, 2 lal 
Ezekiel E. Swift, for labor on back steps, 

library cases, outbuildings, &c., 379 70 


Solomon L. Fish, for labor and materials on vault, 23 90 
_ Stult & Manson, for iron pipe leading to 


chimney, 23 94 
Fisk & Coleman, for drain pipe, 11 44 
E. M. McPherson, for lock for safe, 12750 
Wellington & Burrage, for tiles, 44 25 
S. L. Washburn, for tiles, 25°69 
Mitchell Granite Works, for 2 stone steps, 89 39 
Seth A. Paine, for extra brick work, 25 00 
Prescott & Co., for extra labor on sliding doors, 19 29 
M. R. Warren & Co., for brass door pulls, 2 25 
J. A. Thurston, for patent funnels, 12 00 
Home Insurance Co., for insurance, 25 00 
James H. Jones, for iron braces for chimneys, 2 85 
Arza F. Weeks, for iron for lamp hangings, 4 70 
Charles S. Hewins, for labor, doors for 

chimney, and plumbing, 14 90 
Green & Wood, for extra mouldings, 1 74 
William H. Hewins, for cloth, (window screens) 9 10 
Geo. E. Clarke, for bill of coal, a3 all 
John W. Davis, for painting, 9 05 
John H. Lumbert, for painting, 52 66 
S. G. Cahoon, for grading lot, 435° 00 
Meltiah Gifford, for surveying for grades, 12 00 


Abiatha Crocker, for labor on basement and lot,;; 26°25 
John Phinney, for labor on lot, 3 76 
James M. Lumbert, for removing fence and 

fixing grades, 8 75 
Magee Furnace Co., for furnace pipes &c., 275 00 
N. E. School Furnishing Co., for furniture 3 

as per contract, 833. 50 

8 
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Paid C. H. McKenney, for chandeliers and lamps, $161 73 
James M. Lumbert, for expenses to Boston 


purchasing furniture, 4 45 
George E. Clarke, do.. 4 45 
Samuel D. Kelley, architect, (contract), 500 00 
Daniel Needham, for traveling expenses and 

printing address, 28 75 
O. C. Railroad Co., for freight, 17 22 
Express charges and telegrams, 2 50 
James M. Lumbert, for services as building 

Committee, 50 00 
George E. Clarke, for services as building 

Committee, 100 00 

12,992 17 
Paid in addition by direction of Selectmen, 52 18 


$13,044 35 


FINANCIAL CONDITION OF THE TOWN, DECEM- 
BER 31, 1882, 


AS ESTIMATED BY THE COMMITTEE ON ACCOUNTS. 


Resources. 
Due from State Treasurer, for School Fund, $185 00 
oe os os ‘¢ Corporation Tax, 600 00 
es a $6 ‘» State Aid, 293 00 
Due from Asa P. Tobey, for Taxes, 630 03 
Cash in Treasury, 3,644 22 
$5,352 25 
Liabilities. 
Due for Land Damage, $244 00 
Due Selectmen for (Fearing Legacy), 300 00 
544 00 


Balance in favor of Town, $4,808 25 
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Your Committee recommend that the town raise by tax- 
ation, to defray the ordinary expenses for the year 1883, as 
follows, viz :— 


For Common Schools, $5,000 00 
High School Scholars, 600 00 
Repairs of Highways, 4,000 00 
Support of Poor, 2,500 00 

$12,100 00 


All of which is respectfully submitted. 


GEORGE E. CLARKE, 
CROCKER H. BEARSE, 
MELTIAH GIFFORD, 


Committee on Accounts. 
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BIRTHS 
REGISTERED IN THE TOWN OF FALMOUTH, 1882. 


Jan. —. A son to Samuel and Elizabeth L. Turner. 
—. A daughter to Chas. H. and Clementine F. Turner. 
7 A daughter to Dan and Anna Duff. 
8. A son to Charles and Antonia Will. 
14. A daughter to Jeremiah and Hannah Halahan. 
21. A son to Simon and Duff. 
22. A sonto John F. and Bowman. 
22. A son to William T. and Anna A. Carter. 
26. A son to George B. and Eva M. Young. 
Feb. 20. A daughter to ‘Francis D. and Carrie A. Lawrence. 
23. A son to Joseph A. and Ella C. Sherman. Twins 
93. ra a se 3 : wins. 
25. A son to James F. and Martha Cook. 
Mar. 7. A son to Samuel F. and Salome F. Davis. 
15. A daughter to Charles H. and Grace A. Hinckley. 
16. A son to Augustus O. and Isabella L. Crocker. 
19. A daughter to Herbert H. and Anna M. Lawrence. 
21. A son to Solomon H. and Mary A. Lawrence. 
Apr. 1. A son to Clarence M. and Vesta C. Gifford. 
4. A son to William N. and Mary G. Davis. 
7. A daughter to Zenas H. and Anna Davis. 
16. A son to Charles J. and Hattie E. Nye. 
29. A daughter to Robert G. and Catherine Goffin. 
May 21. A daughter to Barnabas H. and Etta H. Baker. 
26. A son to Leonard and Martha A. Ellis. 
29. A son to Francis H. and Elizabeth H. Dimmick. 
June 23. A to David B. and Ruth A. Nye. 
28. A son to Henry T. and Mary K. Davis. 
July 5. : daughter to Henry H. and Elizabeth E. Fay. 
Ox \ daughter to Martin and Kate Broderick. 
6. A son to Henry H. and Pamelia F. Gifford. 
6. A son to Ebenezer B. and Lucy P. Handy. 
12. A son to Cristial W. and Mary E. Bobbins. 
Aug. 11. A son to Reuben T. and Isabella S. Handy. 
16. A daughter to Edward L. and Ellen Studley. 
25. A daughter to Edward and Mary Sweeney. 
Sept. 4. . daughter to James T. and Kate D. Hibbard. 
19. A daughter to Samuel and Carrie M. Cameron. 
24. A daughter to John H. and Cynthia F. Lumbert. 
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Oct. 6. A daughter to Charles B. and Mary E. Coombs. 
7, A da ughter to John and Annie Edmonds. 
17. A son 10 Charles and Lucretia A. Childs. 
Nov. 2. A daughter to Michael and Helen Fitts-Morris. 
13. A son to John P. and Julia A. Sylvia. 
14. A daughter to Albert C. and Catherine E. McLane. 


Oras daughter to Thomas B. and Abbie W. Landers. 
16. A son to Joseph H. and Ida M. Phinney. 
19. A daughter to Jotham and Lydia B. Howes. 
Dec. 3. A son to Reuben T. and Helen M. S. Hill. 
23. A daughter to Silas F. and Rebecca J. Swift. 


MARRIAGES 


REGISTERED IN THE TOWN OF FALMOUTH, 1882. 
Jan. 1. Robert T. Grew and Hattie D. Sherman, both of 


Falmouth. 

Feb. 1. Charles B. Coombs and Mary E. Grant, both of 
Falmouth. 

2. John Ravensway and Annie W. Shefton, both of 
Falmouth. 


11. Wallace Hatch of Falmouth and Alice A. Nickerson 
of Chatham. 
12. Florence Densmore of Boston and Elizabeth J. 
Baxter of Falmouth. 
Mar. 4. Lorenzo L. Nightengale and Cora M. Atkins both 
of Falmouth: 
16. Charles C. Jones of Sandwich and Rachel N. Jones 
of Falmouth. 
Ap’l 19. Charles W. Fish and Ida A. Small, both of Fal- 
mouth. 
May 11. Lyman M. Lawrence and Alice M. Upham, both 
of Falmouth. 
June 10. George A. Studley of Falmouth and Mary K. 
Knapp of Boston. 
25. Daniel Hennessey and Maggie Delaney, both of 
Falmouth. 
July 9. Charles E. Winch and Lizzie B. Eldredge, both 
of Falmouth. 
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Aug. 17. Alonzo O. Herrendeen and Annie R. Robinson, 
both of Falmouth. 
Sept. 7. David F. Gifford of Falmouth and Mary C. 
Palmer of Woburn. 
Oct. 5. Samuel O. Sargeant and Katie E. Leach, both of 
Falmouth. 
18. Frederick A. Grant and Elizabeth M. Dimmick, 
both of Falmouth. 
27. Roger J. Conway and Lizzie Doyle, both of Fal- 
mouth. 
| Dec. 25. Franklin L. Gifford of Attleboro and Ellen D. 
Hatch of Falmouth. 
28. Benjamin F. Jenkins of Falmouth and Abbie S. 
Wilson of Vineyard Haven. 


DEATHS, 


REGISTERED IN THE TOWN OF FALMOUTH, 1882. 


Date. Name. Years. Mos. Dys. 
Jan. 7. Warren N. Bourne, 81 7 — 
15. George W. Hatch, 57 2 5 
15. Lydia Smith, 88 10 5 
16. John C. Carr, 3 — — 
Feb. 12. Thomas Hinckley, 66 7 9 
18. Moses Robinson, 83 6 20 
23. Harriet Fields, a 

26. William S. Chadwick, (died in 
Boston) 57 — 08 
27. Mary L. Howland, 320 —- — 
Mar. 5. Nathan Cahoon, 62 4 — 
14. Harriet T. Jones, 60 8 if 
Apr. 18. Emma A. McLane, 33 9 4 
May 13. Elihu Nye, 66 8610 6 
26. Gilbert R. Boyce, 55 7 24 
28. Amy R. Graves, 23 — — 
31. Richard Taylor, 80. — — 
June 6. Phebe Wicks, ee 


8. Jeremiah Buckley, 350 — 


Date. 
June 


Aug. 


Aug. 


Sept. 


Oct. 


Nov. 


Dec. 


ve 


. Walter L. Sherman, 
. George M. Sherman, 
. Eddie Turney, 

. James A. Cook, 

3. Prince G. Bowerman, 

. Emily F. Geggatt, (died in 


63 
Name. 


James Gifford, 


—. George W. Smalley, 

July 12. 

5. Polly Lawrence, 

. Isabella C. Poor, 

. Mamie Glenn, 

. John C. Shiverick, (died in Ply- 


Mrs. Isaac Robbins, 


mouth), 
' Twins. 


Taunton), 


Rhoda Crowell, 


. John Davis, 

. Sabra Fish, 

. Avanah Lewis, 

. Cynthia Swift, 

. Avery Hatheway, 

. Addison W. Nye, 

. John Alexander, 

. Mrs. Thomas Hatheway, 

. Franklin Nye, 

. Samuel B. Lawrence, (died in 


Kansas City), 


. George F. Swift, (died in Bos- 


ton), 


- John C. Lincoln, 


Mos. Dys. 
9 ns 
a 24 
6 os 
Oy) ae 
Ge 
On ze 
ie 
os 
ff 9 
2 LO 
6 6 
2 kS 
oO. 
do 26 
3. 25 


